| conducted separate experiments. First | put the sensors in front of the ufo 
motor and filmed that. Then | filmed all the sensors behind the ufo lab motor 
and filmed that. And there was the experiment in search of microwave. Look, 
the Trifield Meter (measure electromagnetic field) pegs on electric six inches 
away from this ASUS tablet. So then no reading from the UFO motor with 
Trifield to the rear but peg in front is anomaly. Suggestive of electromagnetic 


cyclone not confused with gravity phenomena. 


